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E.O. 11652: N/A 
TAGS:TECH; GW 

SUBJECT: MULHEIM-KARLICH NUCLEAR REACTOR EXPORT LICENSE 
REFERENCE: STATE 016170 

1 . ON JUNE 27 NUCLEAR REGULATORY COMMISSION (NRC) APPROVED 
LICENSE AUTHORIZING EXPORT BY BABCOCK AND WILCOX OF MAJOR 
COMPONENTS FOR THE MULHEIM-KARLICH NUCLEAR POWER REACTOR. 
AS REPORTED IN REFTEL, LICENSE APPLICATION HAD BEEN SUBJECT 
OF PETITION TO INTERVENE BY BURGERAKTION ATOMSCHUTZ 
MITTELHEIN E.V. 
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2. TEXT OF NRC DECISION WILL BE POUCHED TO ADDRESSEES 
AS SOON AS IT BECOMES AVAILABLE. VANCE 
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